Annexures 


Annexure | Design of Main Sewer from Andh Masjid to Noor bagh 


Annexure Il Design of Storm Water Sewer along approach road from Anzmar Mosque 
Khanyar to Andh Masjid 


Annexure IV Design of Manhole Raft 
Annexure XI_ Design of RCC Units of Dewatering Station at Nallah Mar 


Annexure VII Design of Delivery Main and Motor 


Drawings — Ammonia Prints 


i. Index Map 

ii. Long Section of Nallah Mar Development Project 
iii. Cross Section & Road Proposal of Nallah Mar 

iv. Typical Sections od 12 feet Deep Manholes 


Vv. Typical Sections od 14 feet Deep Manholes 
vi. Typical Sections od 16 feet Deep Manholes 
vii. Typical Sections od 18 feet Deep Manholes 
viii. | Typical Sections od 20 feet Deep Manholes 
ix. Typical Sections od 22 feet Deep Manholes 
xX. Typical Sections od 23 feet Deep Manholes 
xi. Typical Sections od 24 feet Deep Manholes 
xii. Typical Sections od 25 feet Deep Manholes 
xiii. | Typical Sections od 26 feet Deep Manholes 


xiv. Typical Sections od 27 feet Deep Manholes 


